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SECTION 1 
ILLUSTRATED PARTS BREAKDOWN 





1.1 INTRODUCTION 


The Illustrated Parts Breakdown (IPB) contains illustrations, with accompany- 
ing lists of parts, that identify and illustrate the components, assemblies 
and detail parts of the Univac Model 8418 Disk Storage Drive. The information 
is arranged in sections in the following order: 


Section 1. Introduction - This section provides an explanation of how to 
use the illustrations and lists of parts contained in Sections 2 and 3. 


Section 2. Group Assembly Parts List - This section locates and 
identifies the assemblies and detail parts included in the maintenance and . 
removal/replacement procedures of the disk drive. 


Section 3. Part Number Index - This section contains a complete numerical 
index of all parts listed in Section 2. It also provides a cross-reference 
to: the figure and index number that illustrates and identifies each part. 


Appendix A. Maintenance Tools - This section lists by generic name each 
tool and piece of test equipment required to implement the maintenance 
philosophy for the 8418 Disk Drive. 
Any component or assembly identified by an Information Storage Systems (ISS) 
eight-digit part number can be converted to a Univac seven-digit part number 
by dropping the first two characters of the ISS part number and substituting 
a number 9. 
1.1.1 Figure/Assembly Locator 


Figure 1-1 is an assembled view of the drive and is provided as an aid in 
locating assemblies and components in Section 2. 

1.2 GROUP ASSEMBLY PARTS LIST 

The following group assembly parts lists and illustrations contain. a breakdown 
of assemblies, listed in order of disassembly (when disassembly is signifi- 
cant). Optional equipment and parts are identified within appropriate lists. 


1.3 COLUMN EXPLANATION 


1.3.1 “Fig. & Index” Column 
This column shows the figure number of the unit breakdown and the index 


number which is cross-referenced to a callout on the accompanying illustra- 
tion. 
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MOTOR ASSEMBLY 
FIGURE 2-11 


HEADS FIGURE 2-3 
SPINDLE AND CARRIAGE ~.. 
FIGURE 2-12 


MATRIX PWA 
FIGURE 2-9 
SWITCH PANEL 
FIGURE 2-4 









POWER SUPPLY 
FIGURE 2-14 
ABSOLUTE 


FILTER 
FIGURE 2-3 





LIBRARY MATRIX 
FIGURE 2-16 
BLOWER 
ASSEMBLY 
FIGURE 2-13 





a 
CR 


QR SSK 


PLENUM AND 
FILTER 
FIGURE 2-13 





PC023810 
12/76 








Figure 1-1. FIGURE/ASSEMBLY LOCATOR 


i-Z REVISION: HCB-1 MC8310 


a. Index numbers are not assigned to assemblies where all details of the 
assembly have index numbers. 


b. Where two or more assemblies are combined in a single breakdown, the 
same or similar items with different part numbers or quantities have 
the same index number. 

c. All items having an index number are illustrated. 

1.3.2 “Part Number” Column 

This column lists the Univac part number. 

1.3.3 “Ref. Des.” Column 

This column shows the applicable reference designator. 
1.3.4 “Description” Column 


This column lists the name of the part followed by a description when required. 


Assembly and part relationship are shown by indenture. Each separately illus- 
trated assembly listing begins in indenture one. 


Attaching parts follow and are in the same indenture as the items they attach, 
preceeded by the words ATTACHING PARTS, and followed by a series of dashes. 
See example below: 


FIG & 
TN 
INDEX ran 2 


90231 34-00 


QTY ; USED EF 
DESCRIPTION PER ON a 
ASSY | CODE 


«SWITCH ASSY ,RETRACTOR ] 








ATTACHING PARTS 
.SCR,BH STL 4-40X.250 
-WSHR,SS PLAIN 











9000792-4 
9000799-1 

















9023176-00 
9000223-1 


. «BRACKET, SWITCH 
. -SWITCH,SNAP-ACTION 





Proprietary items have the words "PROPRIETARY ITEM" in parenthesis in this 
column. No breakdown is provided for proprietary items. 
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1.3.5 “Qty Per Assy’’ Column 

This column designates the quantity used at that particular application of the 
part. Where "REF" is shown, the quantity used is shown on the figure indicated 
in the "REF FIG." column. Where "AR" (as required) is shown, requirement is 
determined by user. 

1.3.6 “Used on Code” Column 

The explanations of codes used in this column are as follows: 


A = Used on 60 HZ machines 
B = Used on 50 HZ machines 


1.3.7 “Ref. Fig.” Column 

This column is used as a cross-reference between figures. A number in this 
column indicates the item is also shown on the figure referenced. 

1.4 PART NUMBER INDEX 

The Part Number index is a numerical index of al] part numbers that appear in 
the Parts Lists. Part number arrangement is in numerical order, left to 
right. The "Fig." column indicates the figure or figures on which that part 


appears, the "Index" column indicates the index number, where applicable, and 
the "Qty" column shows the quantity used at that particular application. 
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SECTION 2 
GROUP ASSEMBLY PARTS LIST 
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DISK STORAGE DRIVE 


Figure 2-1. 
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IG aty | USED 
NDE PART NO pee DESCRIPTICN ae on EE 
: ASSY | CODE 


DISK STORAGE DRIVE 
«RACK ,PACK 










9024024-01 







ATTACHING PARTS 










. SPEEDNUT 
«WSHR,NON METAL 


9016274-01 
3011681-00 










9024091-00 


~SCK,SOC HD STL 4-40X. 250 
«WSHR,SS PLAIN NO. 4 









9000796-04 
9000799-04 




























9024054-00 -COVER,LEFT SIDE 


9024047-00 «KICKPLATE,LH 
9024079-00 .COVER,FRONT RIGHT SIDE 
9024080-00 .COVER,REAR RIGHT SIDE 
9024088-00 »KICKPLATE,RH 
9024043-00 . KICKPLATE, FRONT 













ATTACHING PARTS 
«SCR,SFTPG HEX HD STL 10-32X.375 
-WSHR,SPR TENS 






9004763-06 
3003505-00 























. DELETED 
. DELETED 










9024111-00 .PANEL ASSY,SWITCH (H-DENSITY) 
9024117-00 .PANEL ASSY,SWITCH (L-DENSITY) 
902381 2-XX «MACHINE ASSY ,DRIVE 

9023656-01 .PWA,TERMINATOR (OPTION) 


9023657-01 .PWA,RIBBON INTERCONN (OPTION) 
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Figure 2-2. DRIVE MACHINE ASSEMBLY 
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PART NO. 


902381 2-00 
9023812-01 
9025098-01 
9001085-01 
9025342-01 
9024081-00 
9024082-00 


9004763-06 
3003505-00 
9000783-10 


9023733-01 
9023918-00 


9004763-06 
3003505-00 


9025726-01 


4917170-04 
3011681-14 
3006031-02 
9024035-02 
9024036-02 


9024203-00 
9000783-10 
9000788-04 
9000786-08 
9024033-00 
9024030-00 
9024029-00 


9004763-06 
3003505-00 


QTY et Bee 
DESCRIPTION PER ae 
ASSY OnE 


MACHINE ASSY, °50 HZ DISK DRIVE 
- PANEL , FRONT 

. «BUMPER, RUBBER 

«PANEL ASSY ,REAR 

. -MOUNT,ACCESS PANEL RH 

. MOUNT ,ACCESS PANEL LH 


ATTACHING PARTS 
.-SCR,SFTPG HEX HD STL 10-32X. 375 
. -WSHR,SPR TENS NO. 10 
. NUT HEX 


.COVER,TOP REAR 
«BRACKET ,REAR COVER 


ATTACHING 
-SCR,SFTPG HEX HD STL 10-32X. 375 
-WSHR,SPR TENS NO. 10 


-COVER ASSY ,TOP FRONT 


ATTACHING 
~NUT,SLF LKG 
~WSHR, NON-METALLIC 
-WSHR,SPR TENS 
~SPRING, TORSION RH 
-SPRING, TORSION LH 


~ PLATE ,STUD 

eNUT HEX NO. 10 
«LKWSHR,EXT T NO. 
eWSHR,FLAT NO. 10 
~ STOP HINGE 
eMOUNT ,HINGE LH 
«MOUNT ,HINGE RH 


ATTACHING PARTS 
~-SCR,SFTPG HEX HD STL 10-32X. 375 
-WSHR,SPR TENS NO. 10 
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FIG & 
INDEX 


MC8310 


PART NO. 


9024215-01 
9024222-00 
3007435-53 
9026872-00 
9800427-00 
9023721-02 
9023830-00 
9024055-00 
9023762-00 
9023917-00 


9004763-06 
3003505-00 


DESCRIPTION 


-SUPPORT ASSY,REAR COVER LATCH 
. -LATCH 

. -SPRING, COMPRESSION 
-BRACKET,LATCH SHIELD 

. «NUT HEX 

. —LATCHSUPPORT ,REAR COVER 

« RACEWAY , CABLE 

-PLATE, COVER 

TRAY ,CABLE 

-SUPPORT,REAR COVER 


ATTACHING PARTS 


~SCR,SFTPG HEX HD STL 10-32X. 375 
«WSHR,SPR TENS NO. 10 


SEE FIGURE 2-3 FOR ADDITIONAL DETAILS 
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PCO23812 (2) 
REVISION AY 


DRIVE MACHINE ASSEMBLY (Continued) 


Figure 2-3. 
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QTY 
PER 
ASSY 


FIG & PART NO REF DESCRIPTION 
INDEX mn DES. 


MACHINE ASSY,DRIVE (CONT) 
~ STRAP, RETAINING 
“COVER, ACCESS 


USED | arp 
ON TFiG 
CODE 















9022312-XX 
3013598-01 
9023914-01 


ATTACHING PARTS 








































9000783-04 
9000788-01 


NUT ,HEX 
~LKWSHR,EXT T 









































































9004763-06 
3003505-00 
9000783-10 
9000788-04 
9023977-01 
9023977-00 


~SCR,SLF-TPG HEX HD STL 10-32X.375 
eWSHR,SPR TENS NO. 10 

.NUT,HEX NO. 10 

~LKWSHR,EXT T NO. 10 
~BRACKET,SHROUD COVER LH 
.BRACKET,SHROUD COVER RH 





3154842-07 . CLAMP , DUCT 
9003362-03 ~NUT,FLEX LOCK 
9000786-06 ~HSHR, FLAT 


9025335-00 
9025336-00 
9800318-00 
9023829-00 
9000765-06 
9800195-00 
9025337-00 
9000765-06 
9800195-00 
9024382-00 
9003362-03 
9000786-06 


.COVER,PACK LOCK 
.GASKET,PACK LOCK COVER 
.0-RING,PREFORMED 
.COVER ASSY ,SHROUD 
.SCR,BH STL 4-40X.375 
»WSHR,NYLON 

~SHROUD AND EMA COVER ASSY 
.-SCR,FLT-HD 4-40X. 375 
. -WSHR, NYLON 

. ~PLATE,ACCESS 

. NUT,FLEX LOCK 

» WSHR,FLAT .170 ID 


9024383-00 . COVER,EMA 
9025327-00 . GASKET,EMA COVER 
9024381-00 . «SHROUD 


9023784-01 
9000829-02 
9000830-02 
9023318-00 
9800339-01 
9023164-00 
9000796-10 
9000792-10 
9006766-01 
9026394-01 
9026382-02 


-COVER ASSY,EMA REAR 
.PLUNGER, SNAP- ACTION 

| GROMMET SNAP-ACTION 

~RETAINER ASSY ,HEAD 

. STRIP,RUBBER .250X.375 

. ~RETAINER, CONNECTOR 

~SCR,SOCHD STL 4-40X.625 

~SCR,BH STL 4-40X.625 

-WSHR,SS NO. 4 

«HEAD KIT 

. -HEAD/ARM ASSY,A UP ~ 


So OO i OE Oe Be Bn eee ee ne ee ee ee ee ee ee NG ee ee ne ee ee 





9026383-02 


9026391-02 
9800282-01 


. -HEAD/ARM ASSY,A DOWN ~ 


. HEAD/ARM ASSY,SERVO ~ 
~ CLAMP ,FILTER 


OO 
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; aty | USED 
FIG & PART NO. BEE DESCRIPTION Pen | on | REF 
INDEX DES. assy | cope | F'S 


9023873-00 
9023757-00 
9024218-00 






















«GASKET BLOWER OUTLET 
.FILTER,ABSOLUTE 
«BRACKET , DUCT 


ATTACHING PARTS 
oSCR,SFTPG HEX HD 10-X.375 
eWSHR,SPR TENS NO. 10 

-BASEPLATE ASSY 

















9004763-06 
3003505-00 
9023778-XX 













ATTACHING PARTS 
~SCR,HEX HD STL .375-16X1.500 
-WSHR,CS HEL SPR .393 ID 







9000780-24 
9000789-38 













9024253-00 
4916657-06 
902381 3-XX 


. CAPACITOR ASSY ,DECOUPLING 
.-CAP.,50 VDC 0.1 UF +80 -20% 
«FRAME ASSY ,DRIVE 


SEE FIGURE 2-2 FOR ADDITIONAL DETAILS 
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MC8310 


PART NO. 


9024111-00* 
9024117-00 
4914177-02 
301 3438-07 
3013438-01 
301 3438-00 
3013439-00 
301 3438-08 
4914177-02 
301 3438-09 


9023687-00 
9800272-01 


9024311-00 
9024311-01 
9024310-00 
9015911-06 
9000786-04 


Figure 2-4, 


PCo024111 
REV K 


SWITCH PANEL ASSEMBLY 


PANEL ASSY "SWITCH LOW DENSITY 

«LAMP ,28V 0.04 AMP 

~SH,PUSH ILLUM RED (STOP) 

~SW PUSH ILLUM GREEN (RUN) 

~SW,PUSH ILLUM WHITE (ON/OFF) 

»LIGHT,IND RED (DEVICE CHECK) 

~SW,PUSH ILLUM YELLOW (FILE PROTECT) 

-LAMP,28V 0.04 AMP (USED ON 9024111-XX) 

~SWyPUSH ILLUM WHITE (LOW DENSITY) USED 
ON 9024111-XX 

«HARNESS ASSY,CONTROL PANEL 

- CONNECTOR, ELEC 

« DELETED 

. DELETED 

. DELETED 

«PANEL SWITCH MTG (USED ON 9024111-XX) 

-PANEL,SWITCH MTG (USED ON 9024117-00) 

- SPRING, RETAINING 

~SCR,SFTPG,PAN HD, 6-19 

eWASHER,FLAT .156 ID 


*FEATURE F2198-00 
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PCO23726 REV V 


Figure 2-5. TOP COVER ASSEMBLY 











QTY | USED 
FIG & PART NO. REF DESCRIPTION PER ON fone 
INDEX DES. assy | cope {F'° 

























9023726-01 A4 COVER ASSY,TOP FRONT (PL REV Z) 
9700722-00 A4A1 | .PWA, OPERATOR net 
9023976-00 “HOLD DOWN ,PWA 

9024031-01 «HINGE, RIGHT 

9024032-01 «HINGE ,LEFT 


ATTACHING PARTS 

















9004415-05 " \NUT,HEX NO. 10 
3003505-00 .WSHR,SPR TENS NO. 10 
9000786-08 .WSHR,STL PLAIN NO. 10 


9024011-00 -MOUNT ,HINGE 








9024193-00 . CATCH, LATCH 










ATTACHING PARTS 
~SCR,SFTPG HEX HD STL 10.32X. 375 
»WSHR,SPR TENS NO. 10 






9004763-06 
3003505-00 














3190420-01 
9023727-02 


. LOGO, SPERRY-UNIVAC 
COVER, TOP FRONT 
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Figure 2-6. SHROUD COVER ASSEMBLY — 
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. ae oty |useo | oe 
FUG & PART NO ae DESCRIPTION PER ON oe 
INDEX ; ASSY | CODE 





















































































6- 9023829-00 COVER ASSY,SHROUD (PL REV C) REF 
-] 9800418-00 .SWITCH, SPST eae ] 
-2 9024196-00 “COVER, LATCH ] 

ATTACHING PARTS 
-3 9004763-06 ~SCR,SFTPG HEX HD STL 10-32X.375 2 
-4 3003505-00 wWSHR,SPR TENS NO. 10 2 
~5 9024190-00 ~LATCH ASSY,SHROUD COVER ] Z 

ATTACHING PARTS 
-6 9004763~06 sSCR,SFIPG HEX HD STL 10-32X. 375 3 
-7 3003505-00 ~WSHR,SPR TENS NO. 10 3 
~8 9000783-04 NUT SHEX 4-40 12 
=u 9000788-01 -LKWSHR,CS EXT T NO. 4 12 
-10 9000786-02 eWSHR,STL PLAIN NO. 4 12 
-1] 9023822-00 eGhAMPSobAL 6 
-12 9024184-00 - SEAL ,SHROUD | 
-13 9800427-00 eNUT PUSH ON 2 
-14 3007435-53 »SPRING, COMPRESSION 2 
=15 9024222-00 ~ LATCH, PAWL z 
-15A| 9026872-00 - BRACKET, LATCH Z 
-16 9024114-00 ~SEAL,DUCT TRANSITION ] 
-17 902351 6-00 . SCREEN ,PROTECTOR ] 
-18 9023724-01 . COVER SHROUD ] 
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PC024190 





Fiqure 2-7. SHROUD COVER LATCH ASSEMBLY 
















FIG& REF 
PAR ; D R 
INDEX ART Ne DES. ESCRIPTION 


9024190-00 
9000753-10 
9000753-12 
9000789-04 
9000786-02 
9000783-04 
9024207-00 
9000906-16 
9000753-05 
9000789-04 
9000786-02 
9024208-00 









































A7A1 | LATCH ASSY,SHROUD COVER (PL REV A) 
-SCR,BDG HD STL 4-40X.625 
~SCR,BDG HD STL 4-40X.750 
«LKWSHR,CS HEL SPR 
~WSHR,FLAT STL 

~NUT,HEX 4-40 

. SWITCH MODIFIED 

~DOWEL,SS NONMAGNETIC 3/32 
-SCR,BDG HD STL 4-40X.312 
»LKWSHR,CS HEL SPR 
~WSHR,FLAT STL 

~SOLENOID ASSY 


a 
m 
1 


— PO PO DO A HS NOS 






















9001174-01 
9000371-01 
2899914-01 


-SETSCREW,SOC HD STL 8-32X.500 
-SETSCREW,FLT HD STL 8-32X.750 
- INSULATOR,BUSHING NYLON NO. 10 





3007435-22 - SPRING, COMPRESS ION 
9024210-00 SHAFT PIVOT .187X2.380 
3007435-47 - SPRING, COMPRESSION 
9024192-00 «HANDLE ,RELEASE 


ee ee Oe ee 


9024191-00 - MOUNT , LATCH 


MC8310 REVISION: HCB-1 2-18/2-19 














PCO24208 
REV C 


Figure 2-8, LATCH SOLENOID ASSEMBLY 


aTy | USED 
PART NO. REE DESCRIPTION PER REF 
DES. FIG 

ASSY CODE 


9024208-00 |} A7AIL1} SOLENOID ASSEMBLY ,LATCH (PL REV K) 


4915022-01 «SETSCREW ,SLFLKG HEX SKT 8-32X. 188 
4913003-02 . DOWEL ,3/32X. 500 
9024197-00 .LOCK,LATCH 

9024195-00 -PIN,CLEVIS 

9003682-03 -PIN, CONTACT 

3007430-00 | A7AIP1] .HOUSING,PIN 

9000753-03 ~SCR,BIND. HD 4-40X.188 
9000789-04 «LKWSHR,HEL SPR 
9000786-02 «WSHR,FLAT STL 
9800425-00 -SOLENOID,24 VDC 5.5W 
9024194-00 . MOUNT ,SOLENOID 





177.16. 082879 


MC8310 REVISION: HCB-2 2-20/2-2) 


























PCO23778(1) 


REV E 


BASEPLATE ASSEMBLY 


Figure 2-9, 





HUB-} 


REVISION: 


2-22 | 


FIG & PART NO. 
INDEX 


9023778-00 





BASEPLATE ASSY,60 HZ DRIVE (PL REV AG) 














9023778-01 BASEPLATE ASSY,50 HZ DRIVE 
9700752-01 - PWA MATRIX 
9023209-01 . GUARD BELT 


ATTACHING PARTS 
~SCR,SFTPG HEX HD STL 8-32X.312 
. DELETED 















9004762-05 





9023933-01 - GUARD ,BELT 

ATTACHING PARTS 
~STUD,FRICTION CATCH 
. RECEPTACLE 















3010589-08 
3010588-01 

















9001856-07 
9001856-08 
9023133-02 


»BELT,SPINDLE FLAT (60 HZ DRIVE) 
«BELT,SPINDLE FLAT (50 HZ DRIVE) 
~PULLEY ASSY,IDLER 


ATTACHING PARTS 
-SCR,SOC HD STL .250-20X.500 
eWSHR,STL PLAIN .265 ID 













4912852-00 
9000786-10 







9024015-00 - CLAMP ,BELT GUARD 


ATTACHING PARTS 
-SCR,BH STL 4-40X. 188 










9000753-03 







90231 30-00 SPEED SENSOR ASSY 


ATTACHING PARTS 
~SCR,BH STL 4-40X. 312 













9000753-05 









9006541-01 
9006965-01 
9023166-00 
9000268-03 












. NUT, KNURLED 

. MAGNETIC PICK-UP ASSY 
. -BRACKET,SPEED SENSOR 
-PACK-ON SWITCH ASSY 


ATTACHING PARTS 
-SCR,BH STL 8-32X. 312 










9000755-05 







9023129-00 -PACK LOCK ASSY 


177.17.082879 


MC8310 REVISION: HCB-2 


QTY | USED REF 
DESCRIPTION PER ON FIG 
ASSY | CODE 


A 3 
B i) 
A 
B 
18 
2-23 














ae aTy | USED | ace 
FIG & PART NO. DESCRIPTION PER | ON 
INDEX assy | cope | F!° 


ATTACHING PARTS 
3010645-05 -SCR,SHLDR SOCHD STL .250-20X. 438 
9006540-10 «SCR,BH SST 10-32X. 625 
9000798-10 -NUT,HEX NO, 10 
9023165-00 . -CONTACT, CONE 
9000881-02 . -BEARING,SNAP IN NYLON 
9004692-12 . RIVET, SEMI TUBULAR 
9006250-02 . SPRING, TAB 
9006249-04 . -ARM,PACK LOCK 
9023773-00 -MOTOR ASSY ,60 HZ A j11 
9023773-01 «MOTOR ASSY ,50 HZ Bi 11 
ATTACHING PARTS 
9000784-25 eNUT,HEX JAM 
9000789-25 -WSHR,CS HEL SPR .263 ID 
9000496-01 - SHOCKMOUNT 
90231 34-00 «SWITCH ASSY,RETRACTOR 
ATTACHING PARTS 
9000792-04 -SCR,BH STL 4-40X. 250 2 
9006766-01 eWSHR,SS PLAIN 
9000753-08 .-SCR,BDG HD 4-40X. 500 
9023176-01 . BRACKET ,SWITCH 
9000223-01 - SWITCH, SNAP-ACTION 
9023175-00 . -BRACKET,SW MTG 
9000792-04 -SCR,BDG HD STL 4-40X. 250 
3156581-03 -MOUNT,CABLE TIE 
SEE FIGURE 2-10 FOR ADDITIONAL DETAILS 
177.18.082879 


MC8310 REVISION: HCB-2 2-24/2-25 
















































































































BASEPLATE ASSEMBLY (Continued) 


Figure 2-10. 





1C8310 


HCB-} 


REVISION: 





QTY Eee REF 
DESCRIPTION PER FIG 
ASSY CODE 


BASEPLATE ASSEMBLY (CONT) 
»RING,RETAINING EXT BOWED 
«FLEX LEAD ASSY 


ATTACHING PARTS 
«SCR,BH STL 8-32X. 375 
-WSHR,STL PLAIN NO. 8 


FIG & PART NO. 
INDEX 


9023778-XX 
9023217-01 
90231 36-00 


























9000794-06 
9000799-06 





































MC8310 


9006280-01 
9006282-01 
9006277-04 
9006275-03 
9006277-05 
9006281-01 
9023181-00 
9000756-05 
9000788-04 
90231 38-00 


9000755-10 
9000786-10 


9000753-04 





ssEYELET 
. «WSHR, CONDUCTIVE 
«FLEX CONDUCTOR,EMA 5.55X5.300 
.» INSULATOR, FLEX LEAD 
. FLEX CONDUCTOR,EMA 5.80X5.550 
. «WASHER,BACKING 












.-SCR,BH 4-40X. 250 


. HOUSING, FLEX LEAD 
-SCR,BH STL 10-32X. 312 
“LKWSHR, EXT T NO. 10 


«MAGNET ASSEMBLY (EMA) 


9023187-01 . -BUMPER ASSY 

4915978-05 ~SCR,SOCHD STL 4-40X. 438 
9006766-01 «WSHR,SS PLAIN .117 ID 
9023135-00 ~COIL ASSY 


9000757-06 
9000788-05 
9023695-00 
9000753-05 
9000786-03 
9023782-01 
9000765-04 


~SCR,BH STL .250-20X. 375 
~LKWSHR,EXT T .267 ID 
«STRAP EMA GND 

~SCR,BH STL 4-40X.250 
eWSHR,PLAIN .125 ID 
~PLATE,STRAIN RELIEF 
~SCR,FLTHD STL 4-40X. 250 


9024073-00 « RETAINER,LATCH 
9023786-00 « RETAINER, CABLE 
9000792-03 ~SCR,BH STL 4-40X.188 
9023477-02 «CLAMP , CABLE 


9000792-04 
9023352-00 
9023789-01 


9000753-05 








-SCR,BH STL 4-40X. 250 
.GROUND ASSY , CARRIAGE 
. TOWER, CAM 


REVISION: HCB-2 














ATTACHING PARTS 
.SCR,BDG HD STL 8-32.625 
eWSHR,STL PLAIN .265 ID 


























ATTACHING PARTS 
~SCR,BH STL 4-40X.312 







177.19.082879 








FIG & PART NC 
INDEX * 


MC8310 


9023124-00 


4912852-02 
9000790-25 


9000753-04 
9023788-00 
9800339-03 
9023775-00 


QTY } USED REEF 
DESCRIPTION PER ON FIG 
ASSY | CODE 


-SPINDLE AND CARRIAGE ASSY 
ATTACHING PARTS 


-SCR,SOCHD STL .250-20X. 750 
«LKWSHR,HEL SPR .263ID 


~SCR,BH STL 4-40X. 250 

» RETAINER, CARD 

~STRIP RUBBER (3 IN.) 
~BASEPLATE AND PIN ASSY 


SEE FIGURE 2-9 FOR ADDITIONAL DETAILS 


177.20.082879 


REVISION: HCB-2 


3 
3 





2-28/2-29 





























& PC023773 
REV A 


Figure 2-11. DRIVE MOTOR ASSEMBLY 


FIG & REF QTy cite REF 
fice PART NO. nee DESCRIPTION eke nen FIG 


A3A4 
A3A4 




















9023773-00 
9023773-01 
9023785-00 


MOTOR ASSY,DRIVE 60 HZ (PL BEY T) 
MOTOR ASSY ,DRIVE 50 HZ 
.BRACKET ,MOTOR MTG 

























ATTACHING PARTS 
-SCR,SOC HD STL .375-16X.625 
«LKWSHR,CS HEL SPR .393 ID 





4912854-00 
9000789-38 












9023128-03 «PULLEY ASSY,60 HZ 
























9800247-00 -MOTOR ASSY,50 H 


KEY (FURNISHED WITH MOTOR) 
177.21 .082879 





] 
9023128-04 «PULLEY ASSY,50 HZ ] 
9023697-01 -HARNESS ASSY ,MOTOR ] 
9000047-01 . PIN, CONTACT 3 
9000289-01 . PLUG, THREE CIRCUIT 1 
9003580-01 . STRAIN RELIEF,RIGHT ANGLE ] 
9800229-00 .MOTOR ASSY ,60 He 

i 


MC8310 REVISION: HCB-2 2-30/2-31 











SPINDLE AND CARRIAGE ASSEMBLY 


Figure 2-12, 





HC3310 


HE Be] 


REV] Sb: 




















- aty | USED 
FIG & PART NO REF DESCRIPTION Pen | on |REF 
INDEX DES. assy | cope JF! 


9023124-00 
9023202-00 






SPINDLE AND CARRIAGE ASSY (PL REV K) 
«GRATING, PRIMARY 


ATTACHING PARTS 
-SCR,BH STL 4-40X.188 


























9000792-03 
































9000792-03 
3156581-03 
4915978-05 
9000799-03 
9023682-00 
9000796-06 
9800241-00 
9000771-07 
9023794-00 
9000797-07 
9023123-00 


«SCR,BH 4-40X. 188 

«MOUNT, CABLE TIE 
-SCR,SOCHD STL 4-40X.438 
eWSHR,SS PLAIN .125 ID 
«HARNESS ASSY,VELOCITY SENSOR 
«-SCR,SOC HD 4-40X.375 

. «SENSOR,PHOTOELECTRONIC 
~SCR,SOC HD STL 4-40X. 438 
«MOUNT ASSY ,SENSOR 
-SCR,SOC HD STL 8-32X. 438 
-STOP ASSY,FWD 
















9006685-01 . BUMPER 
9000794-05 -SCR,BH STL 8-32X.312 
9023199-00 STOP ,BACK 










9023117-00 
4912849-03 


«CART ASSY ,CARRIAGE 
~SCR,SOC HD STL 8-32X. 750 


9023795-00 .LEFT RAIL PIN ASSY 
9023195-00 ~RAIL,RH 

9023116-00 ~SPINDLE AND SHAFT ASSY 
9000251-01 . -RETAINER, CONTACT 
9000250-01 . «CONTACT ,SPINDLE 
900621 4-02 . —NUT,SWITCH LOAD 


9023122-00 
9023776-00 


. SHAFT ASSY,LOWER LOCKING 
. SHAFT ASSY UPPER LOCKING 


met ee es st et es St Ss POO 


177.22.082879 
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PC023813(1) 


DRIVE FRAME ASSEMBLY 


‘Figure 2-13. 





PCB] 


SELON: 


RE 


FIG & PART NO. 
INDEX 


9023813-00 
902381 3-20 
9024123-00 




















FRAME ASSY,60 HZ DRIVE (PL REVAA 
FRAME ASSY,50 HZ DRIVE 
»BLOWER ASSY ,50/60 HZ 












ATTACHING PARTS 
~SCR,SFTPG HEX HD STL 10-32X. 375 
-WSHR,SPR TENS NO. 10 






9004763-06 
3003505-00 


9023755-01 -PLENUM ASSY 















ATTACHING PARTS 
~SCR,SFTPG HEX HD STL 10-32X. 375 
eWSHR,SPR TENS NO. 10 






9004763-06 
3003505-00 

















9023872-01 . GASKET ,PLENUM 
9023903-00 . FILTER 
9023711-00 ~POWER SUPPLY ,60 HZ 


9023711-01 ~POWER SUPPLY ,50 HZ 














ATTACHING PARTS 
-SCR,SFTPG HEX HD STL 10-32X.375 
-WSHR,SPR TENS NO. 10 







9004763-06 
3003505-00 


9023828-XX «MATRIX, LIBRARY 
























ATTACHING PARTS 
~SCR,SFTPG HEX HD STL 10-32X.625 
~LKWSHR,CS EXT T NO. 10 

eWSHR FLAT 







9004763-10 
9000788-04 
9000786-09 











9004763-06 
3003505-00 
9024083-00 
9024084-00 
9024094-00 
9001191-00 


~SCR,SFTPG HEX HD STL 10-32X. 375 
-WSHR,SPR TENS NO. 10 

eHINGE PLATE,RH 

eHINGE PLATE,LH 

«PLATE ,NUT 
« SHOCKMOUNT 















ATTACHING PARTS 
~SCR,SFTPG HEX HD STL 8-32X. 375 
-WSHR,SHLDR .172 ID 

» INSULATOR 







9004762-06 
9001446-03 
9004581-01 


177.23.082879 
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A 
B 
A 
B 


QTY j USED REF 
DESCRIPTION PER ON FIG 
ASSY | CODE 


3 

3 

14 

14 

16 
2-35 









QTY }| USED 
FIG & PART NO. eee DESCRIPTION PER ON He 
INDEX ASSY | CODE 


9023990-00 












. CONTACT ,GROUND 2 












ATTACHING PARTS 
«-SCR,SFTPG HEX HD STL 10-32X.375 2 
-WSHR,SPR TENS NO. 10 2 






9004763-06 
3003505-00 





9023719-00 . RETAINER, DOOR 


















ATTACHING PARTS 
~SCR,SFTPG HEX HD STL 10-32X. 375 4 
-WSHR,SPR TENS NO. 10 4 






9004763-06 
3003505-00 

















9023712-00 
9000784-50 
9000789-50 
9000801-01 
2551433-00 


~FRAME SUBASSY 
. NUT,HEX JAM 
. -LKWSHR CE .523 ID (USED WITH 9000801-1) 
. CASTER, THREADED STEM 

. -CASTER,RIGID 


NNN N — 


ATTACHING PARTS 
.-NUT,HEX .250-20 

. -LKWSHR,HEL SPR .263 ID 

. WSHR,FLAT STL .265 ID 



























9000785-25 
9000789-25 
9000786-10 


[ocmeemec) 





















9024026-00 
9000802-01 
902371 3-00 
9023683-00 
9023684-02 
9024071-00 
9024227-00 


~-NUT,HEX JAM 

. LEVELER,NYLON 

« «FRAME , DRIVE 

eHARNESS ASSY SWITCH 

eHARNESS ASSY,AC POWER 

»HARNESS ASSY,DC POWER 

~HARNESS ASSY,CONTROL PANEL (9023686-XX 
MAY BE SUBSITUTED) 

»HARNESS ASSY,SEQ POWER 

«HARNESS READ/WRITE (9023691-XX MAY BE ] 
SUBSTITUTED) 

eHARNESS ASSY,EMA POWER ] 


a ed es PS 











9023688-00 
9024228-00 






9023696-00 


INTERNAL HARNESSES, CLAMPS, SCREWS, ETC. 
ARE ILLUSTRATED ON FIGURE 2-18 
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ae 
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- Ne NG a 3711 
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Figure 2-14. POWER SUPPLY ASSEMBLY 


298 oy ie tant MC8310 


OTY }] USED REF 
DESCRIPTION PER ON FIG 
ASSY | CODE 


POWER SUPPLY ASSY,60 HZ (PL REVAF) 
POWER SUPPLY ASSY,50 HZ 
. COVER, CARD 


FIG & PART NO. 
INDEX 


A 9023711-00 
9023711-01 
9024223-00 







































ATTACHING PARTS 
~SCR,SFTPG HEX HD STL 6-32X. 188 
»LKWSHR,CS HEL SPR NO. 6 
~WSHR,STL PLAIN NO. 6 


ee er ee ee 








4914060-01 
4917260-01 
4912548-01 











9700692-01 
9000521-12 


~PWA,POWER SEQUENCER 
..FUSE,5 AMP 
~FILTER-RECTIFIER ASSY 

-SCR,SFTPG HEX HD STL .190-32X. 375 
eWSHR,SPR TENS NO. 10 

- TAB 

- CIRCUIT BREAKER 












9004763-06 
3003505-00 
9006804-01 
9800252-00 





ATTACHING PARTS 
-SCR,BH STL 6-32X.188 
eLKWSHR,CS INT T NO. 6 

























4912524-00 
4917272-03 






















4912523-04 
9000786-02 
4917260-00 
4912540-00 
9024217-00 
9800099-01 
3155736-18 
3155736-18 


-SCR,BH STL 4-40X,. 375 
eWASHER,FLAT NO. 4 
-LKWSHR CE HEL SPR .1217 ID 
NUT HEX 

«HARNESS ,AC PWR 1/0 
--CONNECTOR,AC PWR IN 

. CONNECTOR,AC PWR OUT 

» TERMINAL BOARD 


ATTACHING PARTS 
~SCR,BDG HD STL 8-32X.750 
eWSHR,FLAT NO. 8 

«LKWSHR,EXT T NO. 8 

eNUT HEX 8-32 




















9000755-12 
9000786-07 
9000788-03 
9000783-08 












9000216-00 
9024220-00 
9024221-00 


~PIN,ROLL .125X.375 
~PANEL,AC PWR 
-COVER,AC PWR 







ATTACHING PARTS 
~SCR,SFTPG HEX HD STL 10-32X. 250 
. DELETED 





9004763-04 


MC8310 REVISION: HCB-2 2-39 








FIGs PART NO 
INDEX ne ipece 


9000757-16 
4917271-04 
4912548-04 
4912541-00 
9001457-07 
2899436-00 
9023693-00 
9023991-00 


QTY {| USED REF 
DESCRIPTIGN PER ON FIG 
ASSY | CODE 


-SCR,BDG HD STL .250-20X1 
~LKWSHR,EXT T .267 ID 
eWSHR,PLAIN STL .265 ID 

~ NUT ,HEX 

-JUMPER,GRN/YEL 12 AWG 
-MOUNT CABLE TIE 

. TRANSFORMER ASSY (60 HZ) 
. TRANSFORMER ASSY (50 HZ) 









































ATTACHING PARTS 
-SCR,BH STL 8-32X. 562 
eWSHR,STL PLAIN .203 ID 
~NUT ,RETAINER 




















4912525-12 
4912548-03 
9800429-00 


2551273-00 
301 3826-06 


- COVER, CAPACITOR 
-CAP.,PPR 660V 6PCT 4UF 










ATTACHING PARTS 
















3156579-01 -CABLE TIE 







9023798-00 
9006387-03 


-COVER, TERM BD 
.COVER, TERM BD 


ATTACHING PARTS 
-SCR,BH STL 6-32X.188 


















4912524-00 















3013010-00 
9001026-53 
4917260-01 
4912540-01 


~ TERM,QUICK DISCONNECT 

- STANDOFF 

-LKWSHR,CS HEL SPR NO. 6 
eNUT HEX 6-32 













































9004777-02 « TERMINAL STRIP 

9800390-01 » LINK, TERM 

9800390-00 ~LINK, TERM 

3004673-00 - TERMINAL QUICK DISCONNECT 
9001026-20 - STANDOFF 


4912524-04 
4917260-01 


-SCR,BH STL 6-32X.375 
«LKWSHR,CS HEL SPR NO. 6 


4912540-01 eNUT HEX 6-32 

9800308-00 . CONNECTOR 

9000583-03 . GUIDE, CARD 

2551195-00 ~GROMMET ,CATERPILLAR (10 IN.) 


S$ SBNMOWAH ADM WW MMM PY 


9024219-00 





~ CHASSIS ,PWR SUPPLY 


177.26.091479 | 


MC8310 REVISION: HCB-2 2-40/2-4] 








FILTER/RECTIFIER ASSEMBLY 


Figure 2-15, 





C8310 


HCB-1 


REVISION: 


2-42 


FIG & : 
tT 
INDEX PART NO 


9023752-00 FILTER/RECTIFIER ASSY (PL REV AF) 
4915010-00 . TAB, ADAPTOR 

4912524-00 ~SCR,BDG HD STL 6-32X. 250 
4912552-01 ~LKWSHR,CS INT T .150 ID 
9023797-00 ~GUARD,CKT BRK R 

9800358-00 ~CKT BRKR,65V 

9800251-00 -CKT BRKR,250 VAC 

9700762-01 ~PVA,FILTER/RECTIFIER 


ATTACHING PARTS 
4912524-01 ~SCR,BDG HD STL 6-32X. 310 
4912550-01 ~LKWSHR,HEL SPR .146 ID 
4912548-01 -WSHR,PLAIN STL .16] ID 


4912527-12 -SCR,BDG HD STL 10-32X.312 
4912551-03 ~LKWSHR,EXT T .200 ID 
3156579-02 ~CLAMP LOOP CABLE ADJ 
4915671-11 ~CAP.,ELCTLT 75V 37KUF +75-10% 
4915451-21 -CAP.,ELCTLT 15V 120KUF +75-10% 
3156579-01 -CLAMP LOOP CABLE ADJ 
4915453-14 .CAP.,ELCTLT 30V 18KUF +75-10% 
9000811-01 ~ HANDLE 


as NOM mM CO 


ATTACHING PARTS 
4912523-03 ~SCR,BDG HD 4-40X. 312 
4912550-00 ~LKWSHR,CS HEL SPR .146 ID 
4912548-00 -WSHR,PLAIN STL .161 ID 


9003378-01 «GROMMET , CATERPILLAR 
9023754-00 » ENCLOSURE ,FILTER/ RECTIFIER 


177.27.082879 
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INDEX NO. 









GATE AND 
SOCKET NO. 
Al 
A3 





OONOOSWNH- 


PCO23828 
REVA 


Figure 2-16. LIBRARY MATRIX 


1G & REF QTY | USED | ape 

oes PART NO. Bee DESCRIPTION PER ON Tric 
ASSY | CODE 

13 


E 
| 
16- 9023828-03 LIBRARY MATRIX (PL REV AX) 
-] 9700712-00 «PWA,R/W SERVO AMP 
-2 9023667-03 -PWA,SYS INTERFACE 
=3 9700792-00 .PWA,ACCESS CONTROL 
-4 9700772-00 .PWA,DISK SP PLO AND DEMODE 
-5 9703502-00 .PWA,TACH SAFE AND POSN 
177.28. 082879 


r=) 
™ 
m7 


-6 9703552-00 .PWA,PULSER DRVR 
-7 9700742-01 -PWA,POWER SUPPLY 
-8 9700732-00 .PWA,POWER REGULATOR 


~9 9700602-00 «PWA,EMA DRIVER 
9023735-XX «LIBRARY ASSY ,PWA 


ee ed eed ed eed ed 
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PNA LIBRARY ASSEMBLY 


Figure 2-17. 





C8310 


HCB-1 


REVISION: 


2-46 





IG aty | usED 
7 LIBRARY ASSY,PWA (PL REV AD) slp. 
.FILTER,AIR 


.FAN ASSY ,LIBRARY 























9023735-03 
9023883-00 
9023743-00 













ATTACHING PARTS 
-SCR,SFTPG HEX HD STL 10-32X.375 





9004763-06 





9006470-01 --FAN,MINI 220/240 VAC 
















ATTACHING PARTS 
. OCR, OFIPG HEX: HD.STL -6-32X.375 
. -WSHR,STL PL .156 ID 

. GROMMET 

. NUT,FLEX LOCK 6-32 







9004761-14 
9000786-04 
9001038-07 
9003362-02 













9023689-00 
9023746-00 
9023874-00 


. HARNESS ASSY,FAN 
. PLATE,FAN MTG 
-BRACKET ASSY , INTERFACE PWA 

























ATTACHING PARTS 
~SCR,SFTPG HEX HD STL 6-32X.375 
eWSHR,NYLON .151 ID 

~NUT HEX NO. 6 


ee err) 







9004761-06 
3011681-04 
9000783-06 























9000583-02 
9004763-06 
9024260-03 
9024 304-00 
9024255-04 
9024255-03 


. GUIDE ,CARD 
~SCR,SFTPG HEX HD STL 10-32X. 375 
-BACKPLANE ASSY,LIBRARY 

. SPACER, BONDED 

. BACKPLANE ASSY 

.-BACKPLANE ASSY (OPTION) 














9800269-00 . » JACKS CREW , FEMALE 
9800268-00 »» JACKSCREW ,MALE 

. DELETED 

- DELETED 
9023987-00 ...BUSHING,TOOL (BONDED) 
9004982-04 oe TERMINAL 
9023744-01 » SHIELD 
9000583-04 . GUIDE, CARD 


9024266-01 -RETAINER,PWA EXTRACTOR 







ATTACHING PARTS 
--SCR,SFTPG HEX HD STL 10-32X.375 





9004763-06 


177.29.082879 
MC8310 REVISION: HCB-2 2-47 














FIG & PART NO. REF DESCRIPTION 
INDEX DES. 


9004763-06 
9024312-00 
9023740-01 


QTY }] USED 
PER ON Ale 
ASSY | CODE 


MC8310 REVISION: HCB-1 2-48/2-49 


































—t 


ad 
AS hem OK DY PO CO 


~SCR,SFTPG HEX HD STL 10-32X.375 
.SUPPORT,CD GUIDE REAR 
. SUPPORT ,CD GUIDE FRONT 


9024305-00 .GUIDE, CARD 
9023742-00 . COVER, REAR 
9023741-00 . COVER, FRONT 
9023808-00 . INSULATOR 


9023738-00 
9023737-00 


-PLATE,LEFT SIDE 
-PLATE,RIGHT SIDE 















































PC0023813(2} 





REV C 


DRIVE INTERNAL HARNESS ASSEMBLIES 


Figure 2-18. 








HCB-1 


REVISION: 


e, aty | USED 
FIG & PART NO DESCRIPTION PER on. | REF 
INDEX assy | cope | F!° 








































902381 3- XX FRAME ASSY REF 
9024208-00 SOLENOID ASSY REF 7 
9003682-03 «PIN, CONTACT C 
9003679-01 ~HOUSING,ELEC CONN 1 
9023684-02 »HARNESS ASSY,AC POWER ] 13 
4914830-09 ~SOCKET,ELEC CONN 2 
3007431-00 «HOUSING, CONN ] 
9000047-01 ~ CONTACT ,ELEC 8 
9000290-01 ~CAP, THREE CIRCUIT 2 
















9000289-01 ~PLUG, THREE CIRCUIT 

9023683-00 HARNESS ASSY ,SWITCHES REF 13 
9023682-00 HARNESS ASSY,VELOCITY SENSE REF 12 
9007747-01 . CONTACT , SWITCH 3 
9007746-01 CONN, ELEC 1 





























































9003682-01 ~PIN,CONTACT 2 
3007430-00 ~HOUSING. ELEC CONN ] 
9800267-00 . JACKS CREW , FEMALE ] 
9800266-00 . JACKS CREW ,MALE ] 
9800271-00 -SOCKET,ELEC CONN AR 
9800273-00 ~ HOUSING, ELEC ] 
9800272-00 CONN, ELEC ] 
9800542-00 -CLAMP LOOP,FLAT CBL 2 
9023687-00 HARNESS ASSY ,CONTROL PANEL REF 4 
9023686-00 HARNESS ASSY,CONTROL PANEL REF 13 
9024228-00 HARNESS ASSY ,READ/WRITE REF 13 
9800267-00 ~ JACKS CREW , FEMALE 2 
9800266-00 . JACKS CREW ,MALE 2 
4915724-00 » KEY ,POLARIZING AR 
2899536-00 ~SOCKET,ELEC (USED WITH A1P20,A3A3P5) 78 
9800271-00 . SOCKET ,ELEC AR 
9800271-02 ~SOCKET,ELEC (USED WITH ATA1P22,A4A1P2) 78 
9800272-01 - CONN, ELEC 2 

































90231 30-00 SPEED SENSOR ASSY 





9003681-01 .CONTACT,ELEC CONN 2 
9003680-01 CONN ELEC ] 
9023697-00 HARNESS ASSY ,MOTOR REF 1] 
9023689-00 HARNESS ASSY,FAN , REF | 17 
9000047-01 ~PIN, CONTACT 3 
9000289-01 -PLUG,THREE CIRCUIT ] 










9023696-00 
9023688-00 


HARNESS ASSY,EMA POWER 
HARNESS ASSY,SEQ POWER REF 





178.01 .082879 
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FIG & T 
ited PART NO. 


2899448-02 
9800284-01 


DESCRIPTION 


-SOCKET,ELEC CONN 
. CONN, ELEC 


aty | USED 
PeR | ON JE 
assy | CODE 


AR 
2 
] 
4 


MC8310 REVISION: HCB-1 2-52/2-53 
























9800284-00 
9006759-01 


. CONN, ELEC 
. CLAMP , CABLE 













TS U-100 SUPPORT 
Sy CABINET 






U-100 SUPPORT 
o CABINET 





.. AC PWR BOX 















INTERMEDIATE DEVICE 
(54) PCO23700 
S/77 


Figure 2-19. INTERFACE CONTROL ASSEMBLY 
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FIG & PART NO 
INDEX 
















































MC8310 














9023700-00 
9024113-00 
9004763-06 
3003505-00 
9024088-00 
4916673-00 
4916673-01 
3003505-00 
9800476-00 
9024080-00 
9024079-01 
3535831-00 
9024099-00 
9024077-00 
9000778-28 
3003511-00 
9000785-25 
9000778-14 
9000756-03 
3003505-00 
3191096-00 
9000755-16 
3186588-00 
3536005-01 
9024048-00 
9004763-06 
3003505-00 
9024047-00 
4916673-01 
4916673-00 
9000786-08 
9800476-00 
9024054-01 
9024052-00 
4916673-01 
4916673-00 
2899661-03 
9800476-00 
9000756-24 
3003505-00 
2899661-03 
3008295-01 
9024080-01 
9024079-01 
9024051-00 
9000778-44 
9000778-14 
3003511-00 
9000786-11 








DESCRIPTION 


INTERFACE CONTROL ASSY (PL REV L) 
-DRIVE FREE STANDING FEATURE F1773-00 
. -SCR,SFTPG HEX HD 10-32X.375 

. WSHR,SPR TENS NO. 10 

. -KICKPLATE,RIGHT SIDE 

. SCR, TAP SLT HEX HD 10X1.500 
.-SCR,TAP SLT HEX HD 10X.500 

. -WSHR,SPR TENS NO. 10 

. NUT,SPR NO. 10 

. COVER,RH REAR SIDE 

.COVER,RH FRONT SIDE 

.~PANEL ASSY,U 100 SUPPORT CABINET 
. CONDUIT KIT, TERMINAL 

-CORNER ADAPTER FEATURE F1769-01 
. SCR,HEX HD .250-20X1.750 

. -LKWSHR .250 ID 

. «NUT HEX 

~-SCR,HEX HD .250-20X. 875 
.-SCR,BDG HD 10-32X.500 

. WSHR,INT/EXT TI +.190 THD 

. SPACER 

.-SCR,BDG HD 8-32xX1 


» CLAMP ,STRAP 


.» TRANSITION CABINET 

«SIDE PANEL KIT 

. -SCR,SFTPG HEX HD 10-32X. 375 
. eWSHR,SPR TENS 
»-KICKPLATE,LEFT SIDE 
.-SCR,TAP SLT HEX HD 10X1.500 
.-SCR,TAP SLT HEX HD 10X.500 
. WSHR,PLAIN NO. 10 

~ NUT,SPR NO. 10 

. -COVER,SIDE 

-SIDE COVER KIT 

-SCR,TAP SLT HEX HD 10X1.500 
~+SCR,TAP SLT HEX HD 10X.500 
. -WSHR,PLAIN NO. 10 

« -NUT,SPR NO. 10 

--SCR,BDGHD 10-32X1.500 

» WSHR,SPR TENS NO. 10 

« eWSHR,FLAT NO. 10 

- -NUT,NO. 10 

. COVER,RH REAR SIDE 
.-COVER,RH FRONT SIDE 
«HARDWARE KIT 

« SCR,HEX HD STL .250-20X. 2.752 
- -SCR,HEX HD STL .250-20X.875 
. -LKWSHR,.250 ID 

. WSHR,PLAIN .250 ID 


178.03.082879 
REVISION: HCB-2 


aty | USED 
pen | on [ect 
assy | CODE 


REF 
AR 


x» 
DHAIMNMN OOM PSP HPWH HK HH OAA NHK SH 


> 


I> 


NP tS DM SHH MOM MND HOD PP Hw KPH 


2-55 











aty | uSEO] 4, 
FIG & PART NO. REF DESCRIPTION pen | on [oe 
INDEX DES assy | cope | F'° 












































9000785-25 | HUT HEX 2 
9024177-00 “INSTALLATION KIT,8418 DRIVE AR 
4916673-01 ..SCR,TAP SLT HEX HD 10X1.500 5 
@ 4916673-00 ..SCR,TAP SLT HEX HD 10X.500 1 
9000786-08 _WSHR,PLAIN NO. 10 6 
9800476-00 "-NUT,SPR NO. 10 6 
9004763-16 "SCR, SFTPG HEX HD 10-32x2 2 
3003505-00 ..WSHR,SPR TENS NO. 10 2 
9024080-00 ~.COVER,RH REAR SIDE 1 
& 9024079-00 ..COVER,RH FRONT SIDE 1 
9024268-00 . COVER ASSY,SIDE 8416 DR TO 8418 DR 1 





MC8310 REVISION: HCB=1 2-56/2-57 











INFORMATION ON THIS PAGE HAS BEEN DELETED 


MC8310 REVISION: HCB-2 2-5.8/2-59 | 








Table 2-1. External Cables 


 9023647-XX XX 
902 3662-XX 
9023674-XX 
902 3676-XX 
902 3678-XX 
902 3860- XX 


SEQ DR TO DR 

AC DR TO DR 

SEQ DR TO DR 

TAGS DR TO DR 

BUS & STAT DR TO DR 

AC PWR INTCON 50/60 HZ 


9023931-XX AC PWR BOX TO 8416 
9023937-XX SEQ 8416 DR TO 8418 DR/PWR BOX 
9024112-XX AC 8416 DR TO 8418 DR 
9023552-XX DC GND 

9023663-XX AC DR TO PROCESS 
9023664-XX LOGIC GROUND 

9023675-XX SEQ DR TO PROC 
9023677-XX TAGS BUS/STAT DR TO PROC 
9023932-XX AC PWR BOX TO 8416 
9023939-XX TAGS DR TO DR 

9023940- XX BUS & STATUS DR TO DR 


9023952-XX 
9023953-XX 
9023954-XX 
9023955-XX 
9023956-XX 
9023957-XX 
9023958-XX 
9023959-XX 


DEV SELECT 
DEY. SELECT 
DEV SELECT 
DEV SELECT 
DEV SELECT 
DEV SELECT 
DEV SELECT 
DEV SELECT 


DR 0 
DR 1 
DR 2 
DR 3 
DR 4 
DR 5 
DR 6 
DR 7 


9023962-XX DEVICE 02 SELECT 

902396 3~-XX DEVICE 03 SELECT 
9023964-XX DEVICE 04 SELECT 
9023965- XX DEVICE 05 SELECT 
9023966- XX DEVICE 06 SELECT 
9023967-XX DEVICE 07 SELECT 

902 3968-XX AC PWR BOX TO DR O 
9023969-XX TAGS DR TO DR 
9023970~XX BUS & STATUS DR TO DR 
9024175-XX BUS & STATUS 8416 DR TO 8418 DR 
9024176-XX TAGS 8416 DR T0 8418 DR 


opobssssssassssssassnsneneesoees 


1 POP POP & DPD DP PY PPO PO PO PY PO DMD PO MY DY OD HMM POD HPNMMD O&O — — — MOM PY 


[+i +1 





Cable lengths are designated in feet or inches by dash number. Available 
lengths and tolerances are shown above. Specify length when ordering. 


MC8310 REVISION: HCB-1 


2-60/2-61 | 





MC8310 


PART NUMBER INDEX 


3-1 


PART NUMBER 


2551195-00 
2551273-00 
2551433-00 


2899436-00 
2899446 -02 
28995%36-00 
2899661-03 
2899914-01 


3003505-00 
3003505~-00 
3003505-00 
3003505-00 
370 3505-00 


300 3505-00 
3NG3505-00 
3003505~-00 
3003505-00 
3003505-00 


3003505-00 . 


300 3505-00 
3003505-00 
300 3505-00 
300 3865-00 


300 3505-00 
3063505-00 
3003505-00 
3003505-C00 


3003505-00 


3003505-00 
3003505-00 
3600 3505-00 
3003505-00 
3063511-00 


3003511-00 
3004673-00 
3006031-02 
3006031-02 
300 7430-00 


300 7430-01 
3007431-00 
300 7435-22 
3007435-47 
3007435-53 


3-25] 





FIG INCEX QTY 


2-15 1 
2-14 § 1 
2-13 a3 2 


2-14 34 3 
2-16 42 AR 
2-18 zé 78 


2-19 36 2 
2-7 14 2 
2-1 14 
2-2 é 
2-2 11 
2-2 26 
2-2 a3 1 
2-3 é 4 
2-3 34 2 
2-5 é 4 
2-5 11 2 
2-6 q 2 
2-6 1 3 

2-13 3 4 

2-13 6 8 

2-13 11 2 

2-13 16 4 

2-13 zé 2 

2-13 zs 4 

2-14 S$ 2 

2-19 2 4 

2-19 6 6 

2-19 17 8 

2-19 23 & 

2-19 a5 2 

2-19 sc 2 

2-19 12 & 

2-19 &2 4 

2-14 52 6. 
2-2 1§ 2 
2-2 2th 2 

2-18 is 1 
2-8 é 1 

2-18 6 1 
2-7 1§ 2 
2-7 i7 1 
2-2 278 2 


REVISION: 


aomfren 


PART NUMBER 


3O07435-53 
3008295-01 
30 10588-0} 
3010589-18 
30 10648-05 


3011681-C0 
3011681-04 
3011681-14 
3011681-14 
3012691-00 


3013010-00 
3013438-00 
30 13438-01 
3013438-07 
7013438-08 


3013938-09 
3013439-00 
-3013598-01 
30 13826-06 
3154747-09 


3164842-07 
3154854-04% 
3155736-18 
3156579-01 
3156579-01 


3156579-02 
3156581-03 
3156581-03 
3186588-00 
3190420-01 


3191096-00 
35 35833-00 
35 36005-01 
4912523-03 
4912523-04 


&912524-00 
4912524-00 
4912524-00 
§912524-01 
49125246-09 


6912525-12 
4912527-12 
4912540-00 
4912540-01 
9912540-01 


HCB-2 





FIG INDEX QTY 


2-6 
2-19 
2-9 
2-9 
2-9 


2-19 


2-19 
2-15 
2-14 


2-14 
2-14 
2-15 
2-15 
2-14 


2-14 
2-15 
2-14 
27-14 
2-14 


14 ? 
37 1 
7 ? 
6 2 
22 2 
3 4 
12 2 
14 4 
21 4 
AR 

4s 2 
4 1 
3 1 
2 1 
6 5 
& 1 
5 1 
I 1 
49g 1 
AR 

ll 1 
13 AR 
19 1 
a1 2 
16 2 
13 2 
&2 2 
4 1 
20 2 
12 1 
18 2 
10 1 
21 1 
19 2 
14 a 
le & 
Gy 6 
2 4 
8 5 
54 4 
36 4 
11 12 
16 a 
48 2 
56 R 
MC8310 























PART NUMBER FIG INCEX UTY PART NUMBER FIG INDEX OTY 


4912541-00 2-14 32 1 eOCO047-01 2-18 37 3 
4912548-00 2-15 21 2 9000216-00 2-14 24 2 
4912548-O1 2-14 4 1 9000223-01 2-9 39 ! 
4912548-01 2-15 IC 5 saca2s0-01 <-12 21 1 
4912548-03 2-14 37 4 90f0251-01 2-12 20 1 
4912548-D4 2-14 21 1 90C0268-03 2-9 19 1 
4912550-00 2-15 2c 2 9000289-01 2-11 5 ] 
491255C0-01 2~15 S 5 9000289-01 ~ 2-18 9 1 
4912551-03 2-15 12 8 9000289-01 2-18 38 1 
4912552-01 2-15 3 4 90C0290-N1 2-18 8 2 
4912849-03 2-12 16 4 90f70371-01 2-7 13 1 
4912852-00 2-9 1C 2 9000896-01 2-9 33 4 
4912852-02 2-10 28 3 SQ00£21-12 2-14 6 1 
4912854-00 2-21 Z 4 9000583-02 2-17 14 2 
4913003-02 2-6 2 1 90N0583-N3 2-14 58 1 
4914060-01 2-14 é 1 9000583-C4 2-17 25 2 
4914177-02 2-4 1 5 9000753-03 2-8 T 2 
4914177-02 2-4 1 1 9000753-03 2-9 13 2 
4914830-09 2-18 § 2 9000753-04 2-10 17 2 
4915010-00 2-15 1 I 900O753-N4 . 2-10 25 4 
4915022-01 - 2-8 J 1 9000753-04 2-10 40 2 
4915451-21 2-15 1§ i 9000753-05 2-7 8 2 
4915453-14 2-15 17 2 9000752-05 2-9 15 2 
4915671-11 2-15 14 1 9000753-05 2-10 36 4 
4915724-00 2-18 27 AR 9000753-98 2-9 37 2 
4915978-05 2-10 1S 4 °000753-10 2-7 1 1 
4915978-05 2-12 § 2 9000753-12 2-7 2 1 
4916657-06 2-3 1 9000755-05 2-9 20 2 
4916673-00 2-15 4 i 9000755-10 2-10 15 4 
4916673-00 2-19 z6 1 9000755-12 2-14 20 2 
4916673-00 2-19 71 1 9000755-16 2-19 19 2 
4916673-00 2-19 46 1 90C00756-03 2-19 16 8 
4916673-01 2-19 § 5 9000756-05 2-10 12 1 
4916673-01 2-19 2§ 3 9000756-24 2-19 34 2 
4916673-01 2-19 cis 5. 9000757-N6 2-10 22 1 
4916673-01 2-19 4s 5 900757-16 2-148 29 1 
4917176-04 2-2 li 2 90C0765-04 2-10 28 6 
4917260-00 27-14 15 8 9000765-06 2-3 16 7 
491726U-01 27-14 S 1 .9000765-06 2-3 17 4 
4917260-01 2-14 47 2 9006771-07 2-12 8 2 
4917260-01 2-14 55 8 S00CT78-14 2-19 15 2 
4917271 -04 2-14 3€ 3 9000778-14 2-19 8641 1 
4917272-03 2-14 1? 4 9000778-28 2-19 12 4 
900C047-01 2-11 3 9000778-94 2-19 40 1 
9000047-01 2-16 7 8 96C0780-24 2-3 36 4 


b2] 
tad 
' 
‘cae 


MC8310 _ KEVISTON: HCB-2 


PART NUMBER 


9000783-04 
9000783-04 
9000783-04 
900078 3-06 
900078 3-08 


$000783-10 
9000783-10 
9000783-10 
9000784-25 
9o0gc7Té4-S0 


9000785-25 
9000785-25 
9000785-25 
900078&6-02 
9000786-02 


9000786~-02 
9000786-02 
9000786-02 
9000786-03 
9000786-04 


9000786-04 
9000786-06 
9000786-07 
9000786-08 
9000786-08 


9000786-08 
900CT86-08 
9000786-09 
9000786-10 
9000786-10 


9N00786-10 
9000786-11 
90G07R88-01 
9000788-O1 
9000788 -03 


9NG0788-04 
9C06788-04 
900078&-04 
900C788-04 
90GG788-05 


9000789-04 
g$000789-64 
9000789~-04 
9000789-25 
900G789-25 


suf 


FIG INDEX OTY 


2-3 7 4 
2-6 & le 
2-7 § 1 
2-17 12 4 
2-14 2: 2 
2-2 7 4 
2-2 1s 4 
2-3 7 4 
2-9 : 4 
2-1} 3C€ 2 
2-713 34 8 
2-19 14 4 
2-19 4q 2 
2-6 1c 12 
2-7 4 2 
2-7 ic 2 
2-8 § 2 
2-34 4A 8 
2-16 26 4 
2-4 17 2 
2-17 5 16 
2-3 53 2 
2-14 21 2 
2-5 1 4 
2-19 27 4 
2-19 32 6 
2-19 47 6 
2-13 4A 6 
2-9 1] 1 
2-10 16 4 
2-13 36 8 
2-19 42 2 
2-3 4 4 
2-6 § 12 
2-14 <2 2 
2-2 2c 4 
2-3 & 4 
2-16 13 1 
2-13 14 6 
2-10 3 1 
2-7 3 2 
2-7 S 2 
2-6 8 2 
2-9 32 4 
2-13 35 8 


REVISION: 


PART NUMBER 


9C00789-38 
9000 789-38 
9000789-50 
9000790-25 
9000792-03 


9000792-03 
e0N0792-N3 
90P0792-N4 
9000792-04 
9000792-N4 


9000792-10 
9000794-05 
9000794-06 
9600796-04 
9000796-06 


9000796-10 
9000797-07 
9000798-10 
90 00799-03 
9000799-04 


9000799-06 
90°C801-01 
90N0802-01 
9000811-01 
9000829-02 


9000830-02 
90C0881-02 
9000906-16 
9000997-C1 
9001026-20 


9001026-53 
9001038-07 
9001074-01 
9001085-01 
9001174-01 


9601191-00 
90014486-03 
$0014857-07 
9001856-07 
9001856-N8 


9003362-02 
9093362-03 
GON 3SITA-O1 
9003580-01 
9003679-01 


HCB~2 





FIG INDEX QTY 


2-3 
2-11 
2-13 
2-10 
2-10 


2-12 
2-12 
7-9 
2-9 
2-10 


ees 
2-12 
2-10 
2-1 
2-12 


2-3 
2-12 
2-9 
e-12 
2-1 


37 

3 
3} 
39 
31 


ma WANS 


2 
3 
35 
4} 
33 


BP ODN) ee ud 


24 
13 
3 
5 
TA 


woe AD ND) tet tee 


23 
10 
24 
6 
6 


NORD et ee ow 


4 
32 
38 
18 
20 


Pl me Fay wy 


21 
26 

7 
42 
53 


RB ee TN 


46 
6 


1A 
12 


~~ \) = oO fh) 


20 
22 
33 

8 


ont et oe OS 


ta oO 
tnt pet bee ND 
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PART NUMBER 


900 368C-01 
9003681-01 
9003682-01 
900 3682-03 
900 3682-03 


9004415-05 
9004581-01 


 9004692-12 


9004761-06 
9004761-14 


9004762-05 
9004762-06 
9004763-04 
9004763-06 
900476 3-06 


9004763-06 
9004763-06 


9004763-06 


9004763-06 
9004763-06 


9004763-06— 


9004763~-06 
9004763-06 
9004763-06 
9004763-06 


9004763-06 
9N04763-06 
9004763-06 
9004763-06 
9004763-06 


9004763-06 
9004763-06 
9004763-06 
9004763-06 
9004763-06 


9004763-06 
9004763-10 
9004763-16 
9004777T-02 
90046982-04 


9006214~-02 
9006249-04 
9006250-02 
9006275-03 
9006277-64% 


MC8310 


FIG INCEX QTY 


2-18 
2-18 
27-18 

2-8 
2-18 


2-5 
2-13 
2-9 
2-17 
2-17 


2-9 
2-13 
2-14 

2-1 

2-2 


NNMNN 
4 
WWHMH PN 


34 
33 
14 
5 
2 


is 


23 
27 
11 


Cn) B® ta oO 


{Aa AD bet ew 
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9024077-00 2-19 AR $0 24208-00 2-18 1 REF 
9024079-00 2-1 S 1 9024210-00 2-7 16 1 
9024079 -00 2-19 SZ 1 9024215-01 2-2 27 1 
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9024080-00 2-1 ic 1 9024220-00 2-14 25 1 
9024080-00 2-19 e 1 9024221-00 2-14 26 1 
902408G-00 2-19 51 1 90 24222-00 2-6 15 2 
9024080-01 2-19 ze 1 9024223-00 2-14 1 1 
9024081 -00 2-2 2 1 9024227-00 2-13 1 
9024082-00 2-2 4 1 90 24228-00 2-13 1 
902408 3-00 2-13 17 1 9024228-00 2-18 24 PEF 
9024084 -00 2-13 18 1 90 24253-00 2-3 37A 1 
9024088-00 2-1 12 1 90 24255-03 2-17 AR 
9024086-00 2-19 2 1 9024255-04 2-17 17 1 
9024091 -00 2-1 4 1 90 24260-03 2-17 1 
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9700752-01 2-9 1 1 9600927-00 2-6 13 2 
9700762-01 2-15 7 1 9800429-00 2-14 38 4 
9700772-00 2-16 4 1 98004%76-00 2-19 7 6 
9700792-C0 2-16 3 1 9800476-00 2-19 28 & 

@ 9703502-00 2-16 5 1 9800476-00 2-19 33 7 
9703552-00 2-16 6 1 98004 76-00 2-19 48 6 
9800039-10 A-2 AR 9800542-N0 2-18 21 2 
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@ 9800099-01 2-14 17 1 
9800101-01 2-14 18 1 
9800195-00 2-3 ie 4 
9800195-00 2-3 IEA 7 
9800229-00 2-11 7 1 
9800241-00 2-12 78 1 
980024 7-00 2-1} 1 
9800251-00 2-15 3 1 
9800252-00 2-14 1! 1 
9800266-00 2-18 17 1 
9800266-00 2-18 z6 2 
980026 7-00 2-18 16 1 

@ 9800267-00 2-18 25 2 
9800268-00 2-17 19 REF 
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9800272-00 2-18 26 1 
9800272-01 2-4 1C 1 
9800272-01 2-18 21 2 
9800273-00 2-18 19 1 
9800282-00 2-3 29 i 

a 9800284-00 2-18 43 2 
9800284-01 2-18 44 1 
9800308-00 2-14 57 2 
9800317-00 A-2 AR 
9800318-00 2-3 14 1 

ge 9800339-01 2-3 22A 1 
9800339-03 2-10 42 1 
9800358-00 2-15 & 1 
9800390-00 2-14 51 3 
980G39U-01 2-14 sc 3 
9800418-00 2-6 1 1 

@ 98U0425-00 2-6 ic 1 
92800427-00 2-2 27C 2 
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APPENDIX A 
MAINTENANCE TOOLS 


This appendix contains descriptions and part numbers of the tools and test 
equipment necessary to perform preventive and corrective machine maintenance. 
Table A-1 lists those standard tools that are contained in the Maintenance 
Engineers carrying case; Table A-2 lists those special tools that are unique 
to the maintenance of the 8418 Disk Drive. Standard test equipment 
accessories are listed in Table A-3. 
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Tabie A-1. List of Standard Tools 


OTY ] USED fore 
PART NO DESCRIPTION PER ON |ric 
ASSY | CODE & 


3007811-00 ALCOHOL ,91% ISOPROPYL 

9006975-04 BIT,26 GAGE ,WRAP GUN 

9006975-05 BIT,30 GATE ,WRAP GUN 

9003631-01 BRUSH ,HEAD CLEANING 

9007568-01 C-CELL FLASHLIGHT 

9001192-02 CARRYING CASE 

9004378-01 CRIMPER,SUPER CHAMP 

9006976-01 CRIMPER (AMP P/N 45707-02) 
9004384-01 DIAGONAL CUTTERS ,4-3/4 INCH 
9004083-01 EXTENDER,GROUND PLANE 

9007575-01 EXTENSION,14-INCH,1/4-INCH DRIVE 
9007575-02 EXTENSION,6 INCH,1/4-INCH DRIVE 
9004386-01 GATE SET,FEELER,.0015 TO .035 INCH 
9007653-01 HAMMER,BALL PEEN,8 OUNCE 

9007566-01 HEX BIT,1/8 INCH TO 1/4 INCH DRIVE 
9007566-02 HEX BIT,5/32 INCH TO 1/4 INCH DRIVE 
9007566-03 HEX BIT,9/64 INCH TO 1/4 INCH DRIVE 
9007566-04 HEX BIT,3/16 INCH TO 1/4 INCH DRIVE 
9007566-05 HEX BIT,1/4 INCH DRIVE 

9004374-01 INSPECTION MIRROR 

9006974-01 NUTDRIVER SET 

9004390-01 OILSTONE,FINE 

9006972-01 PADDLE ,HEAD CLEANING 

9004373-01 PENLIGHT 

9007565-01 PIN PUNCH,1/16 INCH 

9007565-02 PIN PUNCH,3/32 INCH 

9007565-03 PIN PUNCH,1/8 INCH 

9004379-01 PLIERS ,BERYLLIUM LONG NO E,6-3/4 INCH 
9004380-01 PLIERS ,NEEDLE NOSE,5-1/2 INCH 
9004383-01 PLIERS ,CHAIN NOSE,5 INCH 

9007570-01 PROBE ,NONCONDUCTIVE ,JUGGLE STICK PR 316-8 
9004382-01 SCREWDRIVER, OFFSET 

9004385-01 SCREWDRIVER,BERYLLIUM,4-1/4 INCH 
9004385-02 SCREWDRIVER,STANDARD,6-5/8 INCH 
9004385-03 SCREWDRIVER,BERYLLIUM,8-5/8 INCH 
9004385-04 SCREWDRIVER,BERYLLIUM,10-1/8 INCH 
9006973-01 SCREWDRIVER,S TUBBY 

9004381-01 SCREWDRIVER,6 INCH 

9004381-02 SCREWDRIVER,8 INCH 

9003712-01 SHIM GAGE,3 MIL 

9003712-02 SHIM GAGE,5 MIL 

9003712-03 SHIM GAGE ,2 MIL 

9006975-02 SLEEVE,26 GAGE ,WRAP GUN 

9006975-03 SLEEVE ,30 GAGE ,WRAP GUN 

9004362-01 SOLDER WICK 

9004371-01 SOLDER,60/40 MULTICORE 

9004375-01 SOLDERING IRON 

9007574-01 TEE HANDLE,1/4 INCH DRIVE 


FIG& 
INDEX 
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Table A-1 List of Standard Tools (Cont) 


: QTY | USED 
ee PART NO. ae DESCRIPTION PER ON oes 
ASSY | CODE 


9007569-01 TIP,SOLDERING IRON,SMALL 
9001744-01 TISSUE ,LINT-FREE 

9007573-01 UNIVERSAL JOINT,1/4 INCH DRIVE 
9006983-01 UNWRAP TOOL ,30 GAGE 

9004376-01 WIRE STRIPPER,.014 GAGE 
9004377-01 WIRE STRIPPER, 1 DEAL 

9006975-01 WIRE WRAP GUN 

9004387-01 WRENCH SET,ALLEN,.050 TO 1/4 INCH 
9004388-01 WRENCH ,ADJUSTABLE,8 INCH 
9004389-01 WRENCH,11/32 INCH COMBINATION 
9004389-02 WRENCH,3/8 INCH COMBINATION 
9004389-03 WRENCH,7/16 INCH COMBINATION 
9004389-04 WRENCH,1/2 INCH COMBINATION 
9004389-05 WRENCH,9/16 INCH COMBINATION 
9007564-01 WRENCH ,3/8 TO 7/16 INCH OPEN END 
9007564-02 WRENCH,5/16 TO 11/32 INCH OPEN END 
9007564-03 WRENCH,1/2 TO 9/16 INCH OPEN END 
9007564-04 WRENCH ,5/8 TO 11/16 INCH OPEN END 
9007564-05 WRENCH 3/4 TO 13/16 INCH OPEN END 
9007572-01 WRENCH RATCHET ,1/4 INCH DRIVE 
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Figure A-1. 


SPECIAL TOOLS AND TEST EQUIPMENT 
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PART NO. 


9023565-01 
9023567-01 
9023528-02 
9006626-05 
9006867-01 
9006877-03 
9023770-01 
9023772-01 
9023913-00 
9021251-00 
9024104-00 
9024189-00 
9023456-01 


3154854-04 
9800317-00 
9800039-10 
9800039-11 
9800039-12 
9007567-01 
9008783-01 
30061 30-01 
3154747-09 
3012691-00 
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Table A-2. List of Special Tools 


QTY 7] USED REF 
DESCRIPTION PER ON FIG 
ASSY | CODE 


DISK SCRATCH PACK 

CE ALIGNMENT PACK 

HEAD SEPARATOR 

HEAD FINE ALIGNMENT TOOL 

HEAD INSTALLATION TOOL 

HEAD INITIAL ALIGNMENT TOOL 

EXTENDER,PWA NON- INVERTING 

EXTENDER,PWA INVERTED 

COIL ALIGNMENT TOOL 

EMA MAGNET ALIGNMENT TOOL 

PACK CONE ADJUSTMENT TOOL 

RAIL ALIGNMENT TOOL 

DISK EXERCISER/DIAGNOSTIC UNIT 
(SEE OPERATION & SERVICE MANUAL 
MC8327 (UD002534-1) FOR DETAIL PARTS) 

DOWEL PIN,3/16 X 1-1/2 INCH 

TORQUE WRENCH 

HEX BIT,6 INCH 

HEX BIT, 1-3/4 INCH 

SCREWDRIVER,BIT 


TRIMPOT TOOL 


LOCKING SHAFT EXTRACTOR TOOL 
ADHESIVE PRIMER 


LOCTITE 222 
LOCTITE 27] 


REVISICN: HCB-1 





A-5 








Table A~3. Standard Test Equipment Accessories 


QTY SE 
DESCRIPTION PER 
ASSY | CODE 


















PART NO. 
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9004410-01 JUMPER,6 INCH 

9004410-02 JUMPER,12 INCH 

9004410-03 JUMPER,18 INCH 

9004411-01 JUMPER ASSY,TEST PROBE WIREWRAP PIN 
9007 364-01 PROBE, TEKTRONIX DC-250 MHZ,10X 
9007365-01 PROBE TIP,HP,0.025 SQUARE PIN 
9007361-01 PROBE TIP,6-32 SCREW ON,STRAIGHT 
9007360-01 TAG SET,PROBE IDENTIFICATION 


9004363-01 TEST..CLIP.TC 
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